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PAGE 01 LAHORE 00249 261212Z 

66 

ACTION COME-00 

INFO OCT-01 NEA-10 ISO-00 EB-07 /018W 

016368 

R261115ZFEB 76 
FM AMCONSUL LAHORE 
TO SECSTATE WASHDC 0738 
INFO USINT BAGHDAD 
AMEMBASSY ISLAMABAD 
AMCONSUL KARACHI 

UNCLAS LAHORE 0249 

E.O. 11652: N/A 
TAGS: BEXP, IZ, PK 

SUBJ: KHALIS K2 IRRIGATION PROJECT, IRAQ 
REE : STATE 044807 

1. MECHANIZED CONSTRUCTION OF PAKISTAN (MCP), 56 GULBERG 
ROAD, LAHORE, CONFIRMS IT IS LOW BIDDER FOR REF PROJECT. 
CABLE ADDRESS: MECHANIZED, LAHORE. TELEX: LAHORE 4652. 
PHONE: LAHORE 68529. 

2. MCP MANAGING DIRECTOR NISAR-UL HAQ PLANS TO ARRIVE 
BAGHDAD ABOUT FEBRUARY 29 FOR APPROX. EIGHT DAYS AND 
COULD BE CONTACTED CARE COMMERCIAL COUNSELOR, PAKISTAN 
EMBASSY. 

3. MCP IS INDEPENDENT CORPORATION WHOLLY OWNED BY THE 
GOVERNMENT OF PAKISTAN. ITS PREDECESSOR ORGANIZATION 
(MACHINERY POOL ORGANIZATION) HAS WORKED ON IRRIGATION, 
DRAINAGE, SALINITY CONTROL AND RECLAMATION JOBS FOR 

A VARIETY OF INDUS BASIN PROJECTS. 
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